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GENEE/J.  STATISTICS 


• • • # • • 


iirea  (in  acreti)  . . • 

Registrar  General’s  Estimate  of  Population  (ilid  1972) 
Number  of  inhabited  houses 
Number  of  Council  Houses 


•••  •••  •••  ••• 


» • • • • • 


49,257 

11,840 

4,436 

504 


Rateable  Value  for  the  year  ending  ^Ist  December  1972  £497,451«00 

...  £4,828.00 


Estimated  simi  represented  by  a penny  rate  for 
the  year  ending  31st  December  1972 


• • • • • • 


Live  Births  : 

Legitimate 

Live  Births  ; 

Illegitiimate 

Male 

67 

Male  ' 

1 

Female 

61 

Female 

3 

Total 

128 

Total 

4 

Still  Births 

Total  Live  Births 

Male 

I.iale 

68 

Legitimate  1 

Female 

64 

Total 

132 

Birth  rate  per 

1,000  population 

• •••  ••• 

• • • 

11.1 

Deaths  : All 

Causes 

Deaths  : Infants 

under  1 year 

Male 

61 

Ikxle 

- 

Female 

46 

Female 

2 

Total 

107 

Total 

2 

Death  Rate  per 

1,000  population 

• • 9 •••  ••• 

• • • 

9.0 

Infant  Ifortality  rate  per  1,000  live  births 


15.0 


TOTALDjU/.THS  1972 


CAUSES  OP  DE/UJJI 

— 

Male 

— 

I^emale 

Total 

Lcite  Effects  of  Resioiratory  T.B, 

- 

1 

1 

Other  infective  and  Para.sitic  Diseases 

- 

1 

1 

iialignant  Neoplasm,  Oesophagus 

1 

- 

1 

Ivlalignant  Neoplasm,  Stomach 

1 

- 

1 

1/Ialignant  Neoplasm,  Intestine 

1 

1 

2 

^lalignant  Neoplasm,  Lung,  Bronchus 

5 

“ 

5 

I'kilignant  Neoplasm,  Breast 

- 

7 

7 

Other  I'/Ialignant  Neoplasms 

3 

1 

4 

Other  Endocrine  Diseases 

- 

1 

1 

1 Other  Diseases  of  Nervous  System 

1 

1 

2 

1 Hypertensive  Disease 

2 

- 

2 

Ischaemic  Heart  Disease 

12 

7 

19 

Other  Forms  of  Heart  Disease 

2 

3 

5 

Cerebrovascular  Disease 

12 

7 

19 

Other  Diseases  of  Circulator^'-  System 

k 

4 

8 

Pneumonia 

8 

2 

10 

Bronchitis  and  En^^hysema 

5 

- 

5 

j Other  Diseases  of  Respiratory  System 

1 

- 

1 

j Intestinal  Obstruction  and  Hernia 

- 

2 

2 

i Other  Diseases  of  Digestive  System 

1 

2 

3 

1 Other  Diseases,  Genito  Urinaary  System 

- 

1 

1 

Diseases  of  l/tisculo-Skcletal  System 

- 

1 

1 

j Birth  Injury,  Difficult  Labour,  etc. 

- 

1 

1 

1 

Synptoms  and  111  Defined  Conditions 

- 

1 

1 j 

I'iibtor  Vehicle  Accidents 

1 

- 

1 i 

i 

All  Other  Accidents 

1 

2 

3 ! 

1 

j Total  All  Causes 

! 

61 

46 

107  ; 

j 

EREV.\LENC3  OF  GON'jSOL  OVER  BIPECTIOUS  MD  0TH2R  DlSE/^IiS 


Total  CC'SCs  Notified 

l6  Measles 


3 Dysentery 

1 Food  l-oisoning 


Tuberculosis 


NeviT  cases  notified  during  the  year  : Nil 

The  cases  know  to  be  living  in  the  area  at  the 
close  of  the  year  were  as  follov/s; 


ilale 

Pemaile 

Total 

Pulmonary  Tuberculosis 

4 

3 

7 

Non-Pulmonary  Tuberculosis 

- 

- 

- 

4 3 7 


National  Assistance  iict.  1948, 


Tv/o  elderly  persons  carne  to  notice  as  in  need  of  care. 
Infonrial  action  was  successful  in  securing  their  admission  to  hoEpital 


s^sr. 


Digitized  by  the  Internet  Archive 
in  2017  with  funding  from 
Wellcome  Library 


https://archive.org/details/b28924654 


A REPORT  ON  TNS  SAI^ITARY  CIRCUMSTAI^CES 


OP  TI-IE  RURAL  DIS'iRICT 


The  v/o.ter  si:5)ply  of  the  district  has  been  satisfactory, 


both  in  (jaality  and  quantity,  no  shortage  being  reported  during  the  year. 
In  several  villages  a small  amount  of  sediment  has  required  frequent 
flushing  v.hich  is  always  carried  out  iiTimediately  the  matter  is  brought 
to  the  notice  of  the  water  undertalcing, 

Nianber  of  samples  taken  for  bacteriological  examination  : 


(a)  Prom  virells 

(b)  Prom  piped  supply 
Results  of  samples  taken  : 

From  V/ells  - Satisfactory 

Ikisatisf  actory 

Prom  piped  suioply  - Satisfactory 

Unsatisfactory 

Number  of  wells  ; 


3 

3 


3 


3 


(a)  Closed 

(b)  Cleansed  - 

There  were  no  cases  in  which  a piped  sxjpply  was  substituted 


for  v/ell  wator.  There  is  a public  piped  supply  of  vmiter  to  2A  parishes, 
two  paa'ishes  have  extensive  private  systems  and  two  other  parishes,  which 
are  small  and  -v/idely  scattered,  rely  \:pon  local  private  si^plies. 
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No.  of  cesspools  constructed  during  the  yecjr  4 
No.  of  cesspools  abolished  during  the  year  6 
Total  no.  in  the  district  on  31st  Deceniber,  1972  235 
No.  of  loarishes  vd.th  an  efficient  sev/age  disposal  v/orks  17 
No.  of  parishes  v/here  new  schemes  havo  been  formiolated  1 
Houghton  on  the  Hill  : 


Pollov/ing  bankruptcy  of  the  main  contractor  Vviiich  occured 
during  1971  v/hen  enlargements  to  the  vrorks  were  almost  complete  small 
local  contractors  have  been  used  to  finish  the  w-ork. 

This  is  nov/  satisfactory  and  an  effluent  of  very  high 
quality  is  being  discharged  into  the  stream. 

Hungarton  : 

New  servers  have  been  laid  throughout  the  village  and  a new 
sevrage  disposal  Avorks  constructed  on  land  which  has  been  in  the  Council’s 
ovmcrship  for  more  than  eighty  years.  The  vdiole  system  is  by  gravity 
except  that  liquor  having  had  primaiy  treatment  in  a settlement  tank  is 
pumped  to  a filter  erected  above  ground  level.  This  has  enabled  a 
grassed  area  to  bo  utilized  for  tertiary  treatment  and  as  v/ith  Houghton 
on  the  Hill,  an  effluent  of  very  high  quality  is  discharged  to  the 
stream.  ■ 

Billesdon  ; ‘ 

Work  is  being  undertaken  at  the  Billesdon  Sewage  Disposal 
Works.  ^his  entails  the  addition  of  a third  filter,  two  more  uxwmrd 
flow  clarifiers,  nev/  arrangements  for  sliadgo  removal  and  storimyater 
treatment . 

Progress  was  satisfactory  at  the  end  of  the  year. 

Allcxton  : 

Plans  are  prepared  for  putting  se^/ers  in  the  village  and 
pimrping  the  sewage  through  similar  equipment  to  that  installed  at 
Illston  on  the  Hill  and  ICings  Norton  to  Bolton  Sewage  Works  which  is 
in  the  Uppingham  -^ural  District. 

Purchase  of  land  and  the  right  of  way  is  not  yet  conqjleted. 
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Existing  Arr.vjngemcnts  ; 


Biarton  CK^ory 

&roat  Glon 

Sevrors  and  sov/age  wccrks  to  serve  these  tv/o  villages 

v/ero  constructed  in  194-9.  The  whole  of  the  sewage 
from  Great  Glen  being  pimiped  to  the  Di-roosal  V/orks. 
In  1970  the  works  were  enlarged  to  cater  for  waste 

arising  from  extensions  envisaged  in  the  Village 

Plan  a.nd  larger  puiups  instadlcd  in  "The  Nook", 

Developers  erecting  houses  in  the  Stretton  Road 

Area  have  erected  a new  pumphouse  together  with 

Punps  in  duplicate  to  serve  all  the  new  development 
in  tha.t  area.  This  latter  pumphouse  has  suffered 

interference  to  such  an  extent  that  the  Builder  had 

no  alternative  but  to  put  pollocks  and  cliains  on 

all  valves  in  the  system  in  order  to  prevent 

dojnage  to  motors,  pumps  and  the  discharge  of 

sewage  into  the  iiiver  Senco  through  an  emergency- 

overflow. 

Keyhojn 

Sev/ers  and  a Disposal  Yi’orks  v/ero  constructed  in 
i960,  ¥ith  careful  maintenance  this  little  works 

produces  an  effluent  better  than  the  standard 

required  by  the  River  Authority, 

Rollcston 

There  is  a private  disposal  system  for  Rollcston. 

Scrc:ptoft 

Now  sewers  v/ith  outfalls  into  the  sev/erage  system  of 
the  Gity  of  Leicester  were  constructed  in  19 54-,  ond 
are  adequate  for  ciorrent  needs. 

Skeffington 

The  greater  part  of  the  village  v/as  provided  with 

new  sewers  in  1952.  Houses  near  the  Church  and 

beyond  do  not  yet  have  the  benefit  of  a proper 

se-\i7erage  system  and  the  works  is  not  capable  of 

dealing  satisfactorily  vlth  any  increased  flow. 

The  present  effluent  is  satisfactory. 
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Stourjlton 

New  sewers  and  Disposal  Yforks  were  "built  in  1956. 

The  effluent  is  not  satis fr.ctory,  A large 

quantity  of  farm  v/aste  has  been  discharged  into 

the  Y/orks  in  the  past.  Much  has  been  removed 

to  alternative  methods  of  disposal  and  the 

farmer  has  plans  to  remove  v/aste  from  another  farm. 

After  this  the  v/orks  may  require  only  modest 

irfprovements  to  provide  a satisf  exit  ary  effluent. 

A new  system  of  sewers  and  disposal  works  v/ere 

constructed  in  I962  and  a good  effluent  is 

discharged  into  the  streem,  llaintenanco  oparations.  would 

be  eased  if  the  dov/nward  flov/  sand  filter  v/src  to 

be  converted  to  an  upward  flow  clarifier. 

Tilton  on  the 

This  village  T,vas  provided  v/ith  new  sewers  and 

Hill 

a disposal  works  in  1957 • This  v/orks  is  providing 

a satisfactory  effluent. 

Thumly 

A noTY  sewerage  system  discharging  into  the  sewers 

of  The  City  of  Leicester  v/as  constructed  in  1954- 

The  outfalls  ore  adequefee  to  cater  for  the  present 

development , 

NQvrfcon  Harcourt 

Nev/  sewers  and  a small  works  having  grassland  for 

tortiaiy  treatment  continues  to  give  a good 
effluent.  Construction  v/as  in  I96I, 

V/istow 

A small  disposal  v/orks  v/as  constructed  in  oonjvinction 
v/ith  an  improvement  grant  scheme  in  19 6 2 and  it 
continues  to  operate  in  a satisfactory  manner. 
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Ills ton  on  tho  Hill 
King:s  Norton 


NoviT  Scv/crs  v/cro  lyJ.d  in  these  villages  a.nd  a nev/ 
disposal  TOrks  constructed  in  1969.  The 
disposal  -works  is  at  G-aulby,  and  there  is  a 
sinrJ.1  punping  station  in  each  of  the  villa.gos  of 
Illston  on  the  Hill  and  Kings  Norton.  These 
puraping  stations  have  equipment  in  duplicate 
capable  of  mincing  up  sev/age  and  pumping  it 
throu^  sinall  dicjoetcr  plastic  pipes  to  the 
Gaulby  "^'orks. 

The  effluent  is  of  a high  standard. 


Lmmcdic.te  Prograanme 

Ovrston  It  is  proposed  that  during  1973  schemes  for 

jLqwosby  the  laying  of  nevr  sowers  and  the  construction 

of  Disposal  ■^orks  'w'ill  bo  prepared  for  each 
of  these  villages. 


Maintenance  A bonus  scheme  introduced  early  in  1972 

and  this  provided  for  additional  pa.yriionts 
to  your  eir^ployces  boned  upon  tv/o  criteria.: 

(1)  The  quality  of  the  effluent. 

(2)  The  maintenance  of  the  site  of  each  works. 
Sludge  is  now  removed  from  each  wrorks  by  moans 
of  a tanker  volricle  and  a four  wheel  drive 
appliance  was  purchased  to  enable  distribution 
onto  fan'nla.nd  in  poor  -weather  conditions. 

Neokly  checks  are  made  upon  the  quality  of  the 

effluent,  and  irrplementation  of  the  bonus 
system  has  been  accompanied  by  a much  I'oore 
satisfactory  a.nd  stable  effluent  situation. 

The  majority  of  effluents  are  of  a very 
high  standard  indeed. 
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Closet  AccoiiiiX)dr'tion 

Totcil  Nuiaber  in  the  district  c.t  the  end  of  1972  : 


(a)  Privies 

Nil 

(b)  Pail  Closets 

46 

(c)  Water  Closets 

3983 

Public  Cles-nsing 

(a)  Number  and  t^'pe  of  vehicles  enploycd  : 

Three  vehicles  tvw  having  screw  and  one  hydraulic  conprossion 

One  hydraulic  tipping  vehicle  (used  for  generad.  carting, 
the  removal  of  bulky  household  refuse  and  clearing  rubbish 
dimipod  on  highwa.y  verges) 

(b)  frequency  of  collection  ; 

Y/cekly  throughout  district 

(c)  No,  of  dustbins  allov^ed  per  dv/eiling 

No  limit 

(d)  There  is  no  spcciaJ.  scheme  f car  trade  refuse  in  operaticn. 

Refuse  is  disposed  of  on  one  controlled  tip  at  Scast  Norton 
utilising  a Weathcrill  L61  earth  moving  machine  for  placing 
caipacting  a^nd  covering.  Refuse  from  the  Oadby  U,DoC.  is 
also  received  on  this  tip.  The  public  disposa.1  point  at 
this  tip  is  very  much  used, 

(e)  Bonusing  for  rof\Jse  collection  was  installed  early  in  the 
year.  This  envisaged  the  use  of  two  vehicles  full  tine 
and  the  third  vehicle  to  become  a si)are. 

The  amount  of  refiise  to  be  removed  each  v/cek  was  adraost 
as  much  as  the  men  could  liandle  from  the  start  but  they 
made  a success  of  the  scheme.  The  increa.sing  number  of 
properties  and  the  almost  daily  increase  in  the  volume 
of  refuse  per  person  ¥/a.s  accommodated  until  almost  the 
end  of  the  year  when  an  exanunation  of  the  problem  ivas 
commenced.  It  is  anticipated  that  an  extension  of  the 
pla:stics  sank  method  of  collection  now  in  \ise  at  ail 
Council  houses,,  and  recently  erected  private  houses  will 
become  necessary.  In  fact,  householders  appear  to  be 
in  favour  of  an  extension  of  this  mode  of  collection. 
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Tho  rno-n  o.nd  vehicle  engaged  on  removing  hullcy  household 
rubbish  which  caimot  be  placed  in  a dustbin  and  the 
clearing  of  highv/ay  verges  is  having  to  meet  an  ever 
increasing  demand. 

One  of  the  most  irrportant  o.siaects  of  the  introduction 
of  a bonus  scheme  has  been  stability  vd.thin  the  lo.bour 
force.  Not  during  tho  whole  twenty  years  of  my  service 
with  the  Council  has  tho  labour  force  remained  as 
constant  as  d\aring  the  last  twelve  months. 


Nev/  schemes  inevitably  have  teething  troubles,  V/hen 
these  have  occurod  they  have  boon  solved  with  the  help 
of  your  employees  vdio  have  rendered  really  excellent 
service  to  the  Council  during  this  year. 


the  Aroi 


Tho  particulars  given  under  this  heading  are  for  all 
puiposes  including  prrticulcrs  given  elsewhere  in 
this  report  : 

Total  nwaber  of  complaints  received  12f6 

Total  number  of  premises  at  which 

defects  or  nuisa.nccs  v/ere  dcadt  \7ith  129 
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Inspections  made  by  Public  Health  Inspectors. 


I 

Nuriber  of 
Inspections 

1 Animal  Keeping 

3 

1 ' 

{ Balcehousea 

- 

Dairies 

3 

Drainage  ’.?orks 

300 

Dvvelling  Hoiises  (all  pijrposes) 

943 

Infectious  Diseases  Inquiries 

24 

Pood  Poisoning  Inquiries 

18 

Pood  Ptemisea 

42 

Offensive  Trades 

- 

Refuse  Collection  and  Di^osal 

395 

Rodent  Control 

436 

Schools 

- 

Shops  and  Offices 

38 

Slaughter  Houses  and  Lleat  Inspection 

180 

Atmospheric  Pollution 

- 

Verminous  and  dirty  premises 

3 

Caravans  etc . 

12 

Water  Supplies 

38 

Pactories  and  Worlq)laces 

19 

f ' 

1 Other  Inspections 

1035 

j 

Total 

j 

3511 
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NOTIdiS 


HWOmiKL 

— 

HOUSING 

*1 

PUBLIC  HEALTH 

Outstanding  on  1st  January 

- 

Issued,  during  year 

2 

- 

Coinplied  vd.th  during  year 

2 

- 

Outstanding  31st  l*ecember 

— 

— 

STATUTORY 

HOUSING 

PUBLIC  HEALTH 

Outstanding  on  1st  January 

- 

- 

Issued  during  year 

- 

- 

CoiTplied  with  during  year 

- 

- 

Outstanding  31st  December 

— 

SUIva;IARY  ACTIOM 


i 

No.  of  Summonses  Issued 

r 

No,  of  convictions  obtained 

Housing  - Nil 

Hoiising  - Nil 

Public  Health 

etc,  - Nil 

Public  Health  - Nil 

etc. 
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OFFICES.  SHOPS  M^D  RAILWAY  IREIvUSES  ACT.  1963 


1 

Class  of 

No. 

No. 

Accidents 

— 

Contraventions 

Premises 

. 

Registered 

. 

Inspections 

imported 

Pound : Remedied 

i 

J 

Outstanding 

31.12.72 

Offices 

! 

4 

2 

1 

- 

Retail  Shops 

15 

18 

- 

7 

7 

- 

Wholesale  Shops,, 
Warehouses 

“ 

- 

- 

- 

Catering  estabs 
open  to  the 
public , canteens 

5 

12 

2 

2 

Fuel  Storage 
Depots 

- 

- 

- 

" 

- 

Totals 

28 

32 

- 

9 

9 



r— 

_ 

It  \/ill  be  noted  that  no  accidents,  v/ere  reported  during  the  year 


/ITD.'IAL  BOiId)DJG  ESTi'^LISHt/EETS  ACT.  I965 

(a)  Number  of  premises  licensed  2 

(b)  Nxjmber  of  inspections  2 
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Ceiravan  Sites  and  Control  of  Dovclognent^  Act , I96Q 
No.  of  Site  Licciicea  issued: 

(a)  Individual  vans  8 

(■&.)  IfiOTG  than  2 vans  Nil 

Regulated  Buildingjs 


Regulated  Buildings 

No.  in 
District 

No,  of 
Inspections 

Action 

Talcen 

General 

Conditions 

Common  Lodging 

Houses 

- 

- 

- 

- 

Canal  Boats 

- 

- 

- 

- 

Offensive  Trades 

- 

“ 

— 

j 

Verminous  Preniisea 
Particulars  of  action  talcen: 

No.  of  Council  Houses  infested 
No.  of  other  dwellings  found  to  he  infested 
No.  of  houses  disinfested 
The  Pet  Animals  ac 


(a)  No.  of  premises,  licensed 
(h)  No.  of  inspections 
Details  of  a^y  contraventions 


2 

2 
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Nil 


Rag,  Flock  aiid  Other  Filling  Materials  Act,  1931 

(1)  No.  of  premises  registered  for  upholstering  etc. 

(2)  No,  of  premises  licenced  for 

(a)  lian-ufacture  Nil  (b)  Storage  of  Rag  Flock  Nil 

No.  of  samples  taken  Nil 
Food  Hygiene  (General)  Regulations,  1970 

1.  (a)  Number  of  premises  inspected  42 

(b)  Number  of  inspections  made  for  the  piirpose  63 

(c)  Number  of  informal  notices  served  4 

(d)  Nuniber  of  informal  notices  complied  vath  4 

(e)  Nimiber  of  informal  notices  outstanding  31st  Deceniber- 

(f)  Number  of  formal  notices  served 

(g)  Number  of  formal  notices  conplied  with  - 

(h)  Number  of  fornmil  notices  outstanding  31st  December  - 

2.  ParticiiLars  of  any  siirnmary  action  taken 
Clean  Air  Act,  1936 

No  action  v/as  taken  under  the  provisions  of  this  Act. 
Noise  Abatement  Act , 19^0 

Continuation  of  action  against  vm>od  working  factory 
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Number  of  Infestations  dealt  with 


150 

436 


Number  of  Inspections  (a)  by  Public  Health  Inspectors 

(b)  By  Rodent  Operators 
Swimming  Pools  and  Baths  open  to  the  Ihiblic 
No.  in  area: 

(a)  Publicly  ovmed  - Nil  (b)  Privately  owned  - Nil 


ision  of  Pood 


Ice  Cream 


No.  of  Premises  ^^egistered 


(a)  lilanufacture  and  Retail 

(b)  jVIanufacture  only 

(c)  Retail  only 


31 


No.  of  sauries 


Nil 
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l^ULK  SUPPLY 


No.  on  Register 

No.  of 

No.  of  Cont raven' 

dons 

Infections 

Pound 

Remedied 

Outstanding 
on  31»I)ec 

DAIRIES  - Nil 

- 

- 

- 

- 

DISTRIBUTORS  - 3 

1 

” 

” 

BiologiccJ.  Id] 


; 

Results  of  Biological  Examination 

No.  of  routine 

Satisfactoiy 

Evidence  of 

Evidence  of 

bulk  samples 

living 

Brucella 

taken 

Tubercle  Bacilli 

Abortus 

‘ 

- 



Number  of  individual  samples  taken  follov/ing  a positive 
Brucella  Abortus  report  on  routine  sample  ; Nil 

Bacteriological  Idlk  Sampling 


— 

Class 

1 ' ” ■ 

No.  of  Sanples 

Satisfactory 

Unsatisfactory 

Designation 

"Untreated" 

1 

1 

- 

"Pasteurised" 

- 

- 

1 

"Sterilised" 

1 

1 

1 

i_ 

- 19 


The  follo'.ving  ta.ble  shove's  the  nuraher  of  food  jjresrnisos 
grouped  in  categories  by  trades  ccorriod  on  c-nd  includes  information  rogoxding 
com[pli£.nce  i/ith  Regulations  18  and  21. 

Regulation  18  requires  the  provision  of  xjc^sh  hand  bc.sin  and 
hot  -enter  for  the  use  of  all  persons  engaged  in  the  handling  of  food  and 
Regulation  21  requires  facilities  for  -v7a.shiug  food  aiid  equipment  in 
ccrta.in  food  premises. 


Trade 

No. 

No.  Complying 
v/ith  Reg.  18 

No.  to  Viyhich 
Reg.  21  cpplics 

No.  Cor-plying 
with  Reg.  21 

Grocer 

17 

8 

10 

10 

Greengrocer 

3 

3 

3 

3 

Confectioner 

- 

- 

- 

- 

Cafes 

4 

4 

4 

4 

Butcher 

4 

4 

4 

4 

Licensed 

1 promises  and 
rcstauraiats 

! 

21 

21 

) 

■ ■■  - « 

21 

21 
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UJD  O^FEIR  FOODS 


No,  of  Liccnsecl  slaughter  houses  iia  cjcoa  1 

No,  of  aniir.c'l.s  slaughtered,  therein  811 

No,  of  anijuo.ls  oxaininod  therein  811 

No.  of  carcases  insTjocted  at  time  of  slaughter  811 

No,  of  laiachers  yards  in  area 


No,  of  laiachers  yards  in  area 

Carcases  Inspected  and  Condemned 


Cattle 

excluding 

cows 

Cov/s 

Cadves 

Sheep 

and 

Lambs 

Pigs 

Horse 

Number  killed 

211 

- 

- 

593 

7 

- 

Nuiabcr  Inspected 

211 

- 

- 

593 

7 

- 

iill  Diseases  except 
Tujxjrculosis 

■;diolc  carcases 
condemned 

- 

1 

Carcases  of  pdiich 
some  pojrt  or  oigon 
'v/os  condemned 

5 

Percentage  nurnber 
inspected  affected 
vmth  diseases  other 
then  tuberculosis 

Ifo 

Tuberculosis 

’iJhole  ca.rca3cs 
condemned 

- 

Carcases  of  \vhich 
some  part  or  organ 
Y/as  condenmed 

■ 

* 

Percentage  of  the 
nur.iber  inspected 
affected  vd.th 
tuberculosis 

_ 

- 

” 

Cysticercosis 

Carcases  of  v/hich 
some  part  oroirgan 
v/as  condemned 

! 

1 

“ 

1 

Carcases  subi.dttcd 
to  treo.tment  by 
refrigeration 

. ! 

1 

- 

Generalised  and 
Totally  Conda.ncd 

1 

1 

- 

- 

1 

i 

i 

- 
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I,i3c.t  Stalls  (indiJding  Butchers  Vans) 

No,  of  inspections  5 

Ifcat  Shops,  Moat  Stores,  etc. 

No,  of  inspections  3 

Places  T/here  food  (other  than  meat)  is  ];cpt  or  prepared  for  sale 
No,  of  inspections 


HOUSIT'IG 


I'd?, 7 HOUSES 

Houses  completed  during  My  : 

1,  Local  •'‘•uthority  22 

2,  Private  Enterprise  144 

Houses  in  course  of  erection  at  end  of  year  : 

1,  Local  Authority  - 


2,  Private  Enterprise  71 

TOT/iL  NO,  of  Post  'dar  Houses  conpleted  by  (a)  Local  Authority  4^4 

(b)  Privafcc  Enterprise  1945 
TOTAL  NO,  of  applicants  for  Council  Houses  at  end  of  year  194 

Number  of  applications  received  driring  yeex  145 

II7SIECTia7  OP  DUELLING  HOUSES  DURING  YEIR  : 

1,  (a)  Total  nurrbor  of  dv/el ling-houses  inspected  for 

housing  defects  (imder  Public  HcoAth  or  Housing 
Acts)  25 

(b)  Number  of  inspections  made  for  the  purpose  33 

2,  (a)  Number  of  dv/olling-houses  (included  under 

(sub-head)  (l)  above  '.rhich  v/ero  injected 
md  recorded  under  the  Housing  Consolidated 
Regulations,  1925  2.nd  1932 

(b)  Number  of  inspections  made  for  the  x’^^Tpose 

3«  Number  of  dvi/el ling-houses  found  to  be  in  a state 

so  dangerous  or  injurious  to  health  as  to  bo  unfit 
for  human  habito.tion  - 


22 


HOUSES  El  & UITPIT  HOUSES  ELSE-’I-ISRE 


i:,  TIOIBSS-mXiLISIIED 

HOUSES 

DISPLiaCED  DURING  YE/H 

In  Clearance  Arer.s 

DEI..OLISHSD 

PERSONS 

FAiilLIES 

(l)  Houses  unfit  for  human 
hr.bitntion 

- 

- 

(2)  Houses  included  by  reason  of 
bad  arrangement,  etc. 

(3)  Houses  on  land  o.c quire d under 

Section  43(2)  Housing  net  1957 

Not  in  Clearance  Areas. 

(4)  As  0.  result  of  formal  oi*  informal 
procedure  under  Section  17(l) 

Housing  Act,  1957 

7 

(5)  LocaJ.  Authority  ovned  houses 
certified  unfit  by  the  Medical 

Officer  of  Health 

(6)  Houses  unfit  for  human 

habitation  uiiere  o.ction  has 
been  teJeen  under  loc.al  acts 

(7)  Unfit  houses  included  in 

Unfitness  Orders 

— 

UNPIT  HOUSES  CLOSED 

(8)  Under  Sections  l6(4)l7(l)cJ^ 

35(1)  Housing  net  1957 

(9)  Under  Sections  17(3)  26 

Housing  Act  1957 

— 

(10)  Parts  of  buildings  closed  under 
Section  18  Housing  net  1957 

1 

- 

C.  UNFIT  HOUSES  I'i'dDE  PIT  AND  HOUSES  IN  iH-IICH  DEFECTS 

,7ERE  RE:.iEDIED 

By  O-vTier 

By  Local 
Authority 

(11)  lift  or  informed,  action  by  loca.l  a.uthority 

2 

1 

(12)  After  forriiaJ.  notice  under  (a)  Public  HecLlth 

Acts  (b)  Sections  9 nnd  I6,  Housing  Act  1957 

(13)  Under  Section  24  Housing  Act  1957 

1 

— 

i 
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D.  UNPIT  HOUSES  IN  ’mHPORim  USE  (Housing  Act  1957) 


Position  at  end  of  yeojr 

Number  of 

Number  of 

(14)  Reto.ined  for  temporary  accornraodo.tion 
(0,)  Under  Section  48 

Houses 

(1) 

Sepcjoate  dv/ellings 
conto.ined  in  col(l) 
(2) 

(b)  Under  Section  17(2) 

- 

- 

1 (c)  Under  Section  }+6 

1 

- 

- 

1 

1 (15)  Licensed  for  teirporo.ry  occupation 

I under  Sections  34  or  53 

! 

- 

E.  PURdiASE  OP  HOUSES,  BY  AG-PuMvElOT 


(16)  Houses  in  Clearance  rjocas  other 

Numbur  of 

Nimber  of 

tliooi  those  included  in  coiifirrned 

Houses 

Occupants  of  houses. 

0100X0X100  Orders  or  Conpulsory 

(1) 

in  col  (1) 

Purchase  Orders  purchased  in 

(2) 

the  yeox 

... 

- 

- 

HOUSniG  ACT,  19E9 

(c.)  Grants  c<xe  mo.de  upon  the  basis  of  50?o  of  the  50?^’ 

o.pproved  estimo.tcd  cost  of  \/orks  of  improvement 


(b)  N-umber  of  aioplications  for  gromts  received  during  year  25 

(1)  Prom  OT/ncr/occupiers  19 

(2)  Oo/Tiers  of  rented  property  6 

(c)  Number  of  applico,tions  approved  25 

(d)  Number  of  applications  refused  - 


HOUSE  PURCII/.SES  i.ND  HOUSMG  ACT  1959 

(a)  Niimber  of  applications  received  for  standard 
grants  from  ; 

(1)  Owner/occupiers 

(2)  O'vVners  of  rented  property 

(b)  Number  of  o.pplications  approved 

(c)  Nxanber  of  o.pplications  refused 

(d)  Number  of  properties  improved  dinring  year 


2 

3 


5 


- 24  - 


Factories  Act ■1937  1943 

PiJlT  1 OF  ^JIIE  AOP 

1.  Inspections  mc.de  by  Public  rlccj.th  Inspector  for  the  purpose  of  provisions 
0.S  to  health  : 


Prciiiises 

No.  on 

Number  of 

Register 

Inspect  ictB 

written 

Notices 

Occupomts 

Prosecuted 

1,  Factories  in  which  sections 
1,2,3,^,  & 6,00*0  to  be  enforced 
by  local  authorities 

- 

- 

- 

11,  Factories  not  included  in(l) 
in  wiiich  Sec, 7 is  enforced 
by  local  c.uthorities 

21 

15 

- 

- 

111,  Other  j;remises  in  which 

Sec, 7 is  enforced  by  local 
authority  (excluding  out- 
wx)rkcrs  premises 

j 

■ 

r 

- 

Total 

21 

15 

- 

- 

2.  Cases  in  v;hich  defects  were  found 


Particulars 


..'ant  of  Clccnliness 
OvcrcrovAdlng  i 

j. 

Unreasonable  temperature  { 

Inadequate  ventilation 

Ineffective  dro.inr.ge  j 

Sruiit  ary  ConveiiiencoS  ; [ 

(a)  Insufficient 

(b)  Unsuitable  or  defective 

(c)  Not  sepcjrato  for  sexes  j 
Other  offences  aga.inst  the  Act  i 

Total  i 


No.  of  c 
defect 

Pound 


ascs  in  \/hich 
s vrcrc  found 

Remo died 


Referred 


toILM.  tyHlI. 
Inspect  or 


Na  cf  coses 
in  vjhich 
prosecutions 
, were 
j instituted 


+ 


3.  Out’.vorkers  : 


Nature  of  'vVorks 

' ■■  ....  ...  ■ 1. 

No.  of  Outworkers 
in  August  List 
required  by  bee. 

110(1)  (o) 

No,  of  visits 

w'o  oaring  App  carol 
(making  etc.) 

1 , , , ■ — 

18 

6 
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